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June 20,1997 


S- & Tfa&deod 

Region Operations Manager 
Buffalo #1600 


TO: D.P. FITZGERALD 

RE: TEMPORARY DISPLAY. RECOMMENDATIONS 
Dear Don: 


Listed below, please find our recommendations for temporary displays as follows: 
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20/30/40 Pack 
#524780 

Widely utilized by Reps - allows 
flexibility 

Should maintain 

Temp. Pkg. Counter 
#524741 

Minimal use by Reps - 
size/capacity is an Issue 

Eliminate 

Temporary 20 Pkg/Shlpper 
#524012 

Widely utilized by Reps - allows 
opportunity due to size 

Should maintain , 

Temporary 60/80 Pkg/Shlpper 
#524732 

Minimal use by Reps > 
size/capacity Is an Issue 

Eliminate 

Temporary 40 Pkg/Shlpper 
#524723 

Utilized - allows flexibility as 
shipper also 

Should maintain 

30 Ctn/Shlpper 
#465050 

Very little usage - little to no 
benefit 

Eliminate 

90 Ctn/Floor Display 
#524771 

Utilized by Sales Reps - affords 
most practical ctn. floor display 

Should maintain 

4 Corrugate Promotional 
#458131 

Minimal usage 

Eliminate 

Dora! Pedestal 
#524060 

Minimal usage 

Eliminate 

Large Dump Bin 
#524762 

Utilized by Sales Reps - affords 
best opportunity 

Should maintain 

Stair-Step Pkg. Dump Bln 
#469562 

Minimal usage - only need on 
dump bin 

Eliminate 


I hope you find the above beneficial! Should you have any questions, please contact me. 


Sincerely, 

StefeAeu 'Wt&cJleaci 

S.R. MacLeod 
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Source: https://www.industrydocuments.ucsf.edu/docs/qrvnOOOO 
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cc: W. Roth 
D. DeRose 

J. Leonard 

K. Jurgensen 

B. Burrows 
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